OLD  MEETING  HOUSE 

Begun  in  1887,  the  third  building  to  house  the  oldest 
Christian  congregation  south  of  Tampa,  this  church 
was  not  completed  until  1889  due  to  an  epidemic  of 
yellow  fever. 
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